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SELLER REPRESENTS THAT WITH RESPECT TO THE PRODUCTION OF 
BY THIS INVOICE, IT HAS FULLY COMPLIED WITH SECTION 12 


Radan Nevigation System Model PC=211 
Ser. # 64 & 65 Consisting of: 
Radan Model PC»211 Antenna, Receiver 
Transmitter Ser. No. 8 & 85 

Radan Model PG«21l Frequency Tracker 
Ser. # 86 & 83 ; 

Radan Model. PC-211 Control Panel 
Sere # 82 & 75 

Radan Model P0«211 Indicator 

Sere # 85 & 8h 


Radan Navigation System PC#211 Group "A" 
Components 2 sets consisting of: 

Base Assembly«Mounting 

Plug=Gord Connector, Control Panel 
Plug~Cord Connector, ART 

End Bell (Straight)-Control Panel 

End Bell-900, ART 

Plug and Clamp (Straight)-Indicator 
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PlugeAnzle, ART 
PlugeAngle, Frequency Tracker bs ae 
End Bell#Frequency Tracker LL cohol alee 


Connector-Frequency Tracker 
Mount~ART 
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$87 5309.86 ~ 
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THE ARTICLES AND/OR THE PERFORMANCE OF THE SERVICES COVERED 
(A) OF THE FAIR LABOR STANDARDS ACT OF 1938, AS AMENDED. 
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Radan Model PCe211 Handbooks each, 
consisting of: 


h SUj6oIh3 | PCm201 Handbook P/N 5146~1)3 paectacet ties 
h 5165169 PC-201 Errata Sheets P/N 516-169 
h BL GmeL65 _ PCn211 Supplements P/N 5164165 
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BY THIS INVOICE, IT HAS FULLY COMPLIED WITH SECTION 12 (A) OF THE FAIR LABOR STANDARDS ACT OF 1938, AS AMENDED. 
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